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s ' The arrival of the final report from Benton & Bowles now permits 
a detailed comparison of these two cigarettes* The overall preference was £ '..• ^ 
in favor of Old Parliament/XR by a margin that was not at »V1 significant 
Statistically* 
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Overall Ratings After Eliminating Ho Preference Votes 


^ • .•* t y .-r~ + 

is .. • , . 

. RDT/XR 

OP/XR 

^ Total 

•”.i»i? . 

1 Number of Returns 

296 

289 

585 


Prefer Marlboro 

$x% 

h9% 

5 2% 

'. f - ■ y ■ ■ "|3 

Prefer Test Cigarette 

16% 

5 1% 

18* 

'' ■ v 1 

•.v-- ' ■■ 


• When both the cigarettes that used the old Parliament blend are 
combined and then compared with the aggregate of both the cigarettes that 
used the RUT blend, the preference for the old Parliament blend becomes . 
moderately significant due to the larger numbers of returns available* 

This particular analysis deals only with the two blends behind the XR ■‘f 
filter. Since we have, for adequate reasons, decided on the XR filter but 
left the blend question a little bit open, the purest method for dealing 
with the blend question is to confine the analysis to the tests in which 
the XR filter was used. In a subsequent report I will analyse the figures 
for the two REJT tests against the two old Parliament blend tests, and the 
larger numbers may permit more decisive statements about the blends. How- 
over, I would not care to make such statements without first being sure 
that the results of RUT/XR against OP/XR were consistent with the aggregate 
of the results of RDT/XR and AFJ against OP/XR and AFJ. 

There are several additional things that can be said about these 
two cigarettes* 

1A OP/XR does much better with Winston smokers than 
RDT/XR. This is statistically significant at a 
little better than a 90* confidence level* 
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Ratings Among Winston Smokers and Among All 
Other Smokers (Eliminating Ho Preference Votes) 

■ ■' ;‘ 

Among Winston 


Other 
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Lj 




; RPI/XR 

No. of Returns 78 

Prefer Marlboro 6755 
Prefer Test Cigt. 33* 


+ mi Ami * 

-■a CPAR -VE> V 
:-m 67 : V 


L6$ 


RCTAR X; 

■; : :j2l6"'pp 

1»9* P' 

- •**» 


opAr 

“221 

U955 

$1* 


• W.V 




SI 




•>t 
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236 

226 

1)62 

w 

6055 

51*5 

, J 6 % , 

*• - 

. * 

lo% 

b 9 % 

IjU* 



■/2A* OP/XR was thought to hare “had the better strength”* 

This indication Is significant at almost a 9555 
confidence level* The information is obtained from 
question 2 in Part 3 of the questionnaire which asked 

* about six specific qualities* As between the two 
blends there were only minor differences in the other 
- five qualities asked about, although it may be sig¬ 
nificant that the OP/ER beat the HSX/3R on three of 

* those qualities and tied it on the other two, 

' ' Which Cigarette Had the Better Strength? 

(Eliminating No Preference Votes) 

ROTAR (PAR Total 

Mo* of Returns 

^^•JTeffer Marlboro 

C: ' p Prefer Test Cigarette 

"had the better strength” question is very interesting because 
it seems to produce a sharper split than the overall preference question or- 
any of the other specific preference questions* Without, for the moment, 
going into the question of what the respondents meant by "had the better 
strength”, it is noted that Marlboro, which had a statistically insignificant 
victory over the aggregate of the two test cigarettes in the general prefer¬ 
ence question, had a victory over the two test cigarettes in the "had the 
better strength” question which was statistically significant at better than 
a 9B% confidence level* In some of the other pairs, the split on the "had 
the better strength" question is less sharp, rather than more sharp, than 
the general preference split, but in no case is there a reversal between 
the two questions* Thus, there seems to be a good deal of reason to feel 
that a victory on the "had the better strength" question is an honest 
victory. 

3A. It appears that OP/XR was found by smokers to be a 
stronger cigarette than RDI/XR* We have to get at 
this conclusion in a rather devious manner, and it 
is not a statistically significant proposition. 

The relevant figures are as follows! 
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OPAR ve. Marlboro 


. '• _•. ... ... 

ROY/XR A $Marl. ^ 

opAr ;\- 

Marl, 

Vo, of Returns 

■ 306 './• : ; 3 io r/ 

’ 296 

,:|;2 95 

; : Too Mild 

22jr ; : ^5v hi t 

- r:V C-' ... 

20% ^ • 

18* 

.. ..v. 

- v^v *- : -■ ‘ ,v . 

*• '-a 


About Right 

••-'s’- • /;-» .i 


5W 


> Too Strong 


26% 

30% 

Ratio Too Strong 
froo Mild 

1.3 ' '^'^2.2 .’-'5;^;^ 

1.3 

1.7 




la the RBT/XR. T8 i Marlboro test, the ms&er of people who said 
Marlboro was too strong was much larger in relation to the number of people 
1*0 said Marlboro was too mild than for the earns categories on RDY/lR. In 
the OP/XR vs. Marlboro teat, the ratios were closer together, I attach 
■ore weight to the relationship of two ratios in a given test than to the 
relationship of the ratios from one test to those In another test. I 
Interpret the figures to mean that there was more difference between the 
strength of Marlboro and RBX/XR than there was between the strength of 
Marlboro and OP/XR $ and since Marlboro is always, and significantly so, 
given a higher ratio of too strong to too mild, I conclude that the OP/XR, 
which made Marlboro seem m i l der to people who smoked it than Marlboro seemed 
to the people who paired it with RDY/XR, was, in fact, a stronger cigarette 
than RBT/XR. I repeat these numbers are not statistically significant, 

La. There is an indication, again not statistically 

; significant, that RUT/XR was found to be a "sweeter* 
cigarette than QP/lR, and that OP/XR was more 
similar in sweetness to Marlboro than was RDY/XR, 

The relevant ratios are given below i 




• :,%Vvv 


RDYAR vs, Marlboro 
KDY/XR Marl. 


OP/XR vs, Marlboro 
OPAR Marl. 


'■I 


Ratio Too Sweet 

Not Sweet Enough 


.18 


•li2 


,li2 


.ho 


Since in another teat, where Marlboro blend/XR had a decisively 
higher general preference than RDX/AFJ, the winner (Marlboro) was I ncli ned 
to have a lower ratio of too sweet to not sweet enough than the loser 
(RBX/AFJ), I conclude that a low ratio of too sweet to not sweet enough is 
a favorable result. 
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The following eomenta relate to the* comparison of these 
cigarettes to the blind flush Marlboro, rather than to each other, 
think there are one or two very interesting'pointst ■£■ 

• •••• .•■ ■. *' • .-■•■■■"* v--^- 

' V - • ' :■• V r;.-;-.*■*;••/.Ts*t.V r v^-yJ# ’ . ' ;/ -1 . .. 

Both the two test cigarette#'were rated easier on , ; " , 
the draw than the flush Marlboro by a margin which ' ^ 
was statistically significant at better than a 99.93 ‘ 

confidence level. Since the laboratory tell# us that 
there was very little, if say, real difference in the 
resistance to draw of these recessed cigarettes and 
the flush Marlboros, we have an indication that - _ 

smokers make e psychological association between re¬ 
cessed filters and the ease of draw. This same result 
Showed up in the test of the Marlboro/XR and the RBX/A7J 
and was mentioned in ray merao of March 9th, although at 
that time I was under the impression that the draw 
actually was easier on the recessed cigarettes than on 
the flush Marlboros. In any event, I think this point 
has possible uses in the area of advertising copy. 

Which Cigarette Was Easier on the Draw? 



(Slinlnatin^ Ho Preference Votes) 


• • . : 

m .1 


RDT/XR 

vs. 

Marlboro ] 

0P/2R 

vs. 

Marlboro 

Total 

* 

nS* ’ v, 

■. ^ 

Ho. of Returns 

200 

198 

398 

4% /? y ■ 

Marlboro Easier to Draw 

• - : vV' .. . 

.113 

393 

IiO* 


Test Cigarette Easier to Draw 

5S3 

61* 

603 



2B. Smokers were inclined to a very significant degree to 
say that Marlboro had the better strength, see table 
under paragraph 2A, and we know Aram the table under 
paragraph 3A that they mean by this, whether they know 
it or not, that Marlboro is stronger than the test 
cigarettes. Here again, it is my understanding of the 
laboratory results that there should be no material dif¬ 
ference between the strength of flush Marlboro and the 
strength of these recessed cigarettes. Apparently than, 
the public is inclined when comparing a flush cigarette 
with a recessed cigarette to make a psychologically based 
association between the finish cigarette and strength. To 
put the natter the other way, the public is prepared to 
believe that a recessed cigarette is not only easy to 
draw on, but that it is very mild. Whether this associa¬ 
tion between a recessed cigarette and mildness is an 
asset or a liability is open to some question, but at 
any rate, it should be helpful for us to be auare of it. 
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KATIOHAL •RT.TTID PRODUCT TEST OF MARLBORO CIGARETTES 

v r vs» 

1. HDX MOLEJS WITH AFJ FILTER 

2. RDY MOLEJS WITH XR FILTER 

3. OLD PARLIAMENT MOLEJS WITH XR FILTER 


Conducted among a national cross section of 
929 filter-tip cigarette smokers on 
the Benton & Bowles’ Home Research Staff 
during 

Februaiy-April , 1956 


PURPOSE: This test was conducted among three separate groups of filter tip 

cigarette smokers to determine the relative consumer preference 
between white-tipped flush Marlboro and (1) RDY Hollas with AFJ 
filter, (2) RDY Molina with XR filter, and, (3) Old Parliament 
Molina with XR filter. 


SUMMARY: The results of the test indicate that Marlboro wa3 preferred to 

- a slight extent over RDY Molina with AFJ filter and over RDY 

Moline with XR filter, and was about equally acceptable with Old 
Parliament Molina with XR filter. This is evidenced by the gener¬ 
al preference votes, where testers were asked to make a choice 
between the test products. The rating scores they assigned to 
each product independently showed an equality of preference in 
each of the three pairings. 

The direct preference votes, which are given below, show that 
Marlboro was preferred over RDY Moline with AFJ filter by a 
ratio of 1.3 to 1.0, and over RDY Molins with XR filter by a 
ratio of 1.2 to 1.0. Marlboro and Old Parliament Molins with 
XR filter vere about on a par, with a ratio of 1.0 to 1.0. 

( Ratios are derived by dividin g the !lno__prefergGS. e 1 ' vote equal ly 
between the two test products.) 


Prepared For The Confidential U3e Of Philip Morris & Company, Ltd., Inc. 

Benton & Bowles Research 

Hay, 1956 Copy Ho._£ 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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SUMMARY: 

'(cant’d.) 


General Preference Votes la 

_ Test Of Marlboro Vs.: _ 

Old 
Parliament 

BUY Molina ROT Molina Molina 

With With With 


lEO&ter XRJgnter 


XR Filter .r 


Base : Total number 

Of testers 307 

£ 


318 

& 


204 

t 




■tr.W? 


Preferred Marlboro 53 

Preferred ROT Molins vith AFJ filter 39 

Preferred ROT Molina with XR filter 
Preferred Old Parliament Molina with 
XR filter 

Ho preference ° 


30 

t3 



7 




100 ICO 


100 


Ratio : Marlboro 

Over 

ROT Molina with AFJ filter 1-3 
ROT Molins with XR filter 
Old Parliament Molins with 
XR filter 


1.2 


1.0 


The scores testers assigned to each product - by checking one of 
21 boxes, which are represented by intervals in the tobies (see 
Tables 3, 13* 23) - show an average rating of 50 points for each 
of the products as follows: 


How Each Test product Was Rated 


PART I PART II _PAR T XU 

Old 



Marlboi*o 

ROT 

Hollas 

With 

AFJ 

Filter 

Marlboro 

ROT 

Molins 

With 

XR 

Filter 

Marlboro 

Parlione; 

Molins 

With 

XR 

Filter 

Eo.se: Total number 

of testers 

307 

307 

313 

313 

204 

«o4 


£ 

& 

* 

£ 

t 

£ 

Rated It: 

100 

7 

8 

10 

0 

9 

8 

75-95 

22 

20 

25 

26 

20 

23 

50-70 

27 

23 ' 

22 

22 

25 

21 

25-45 

30 

£7 

26 

21 

28 

24 

5-20 

11 

19 

13 

20 

16 

19 

0 

3 

3 

4 

3 

3 

«; 

v 


“ 

■ ’ 



— ' 


100 

ICO 

100 

10 c 

100 

100 

Average (median) 

50 

50 

50 

50 

50 

50' 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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SUMMARY : 

(Cont'd.) 

[ 

f 

f 

[ 

1 

1 

L 

L 

L 

L 

L 

L 

L 

L 

L 

L 


Xn the test of Marlboro vb. Old Parliament Molins with XB filter, 
the two products were voted equally acceptable by testers of both 
sexes and by all types of smokers, with no important variations* 



In the tests of Marlboro vb. HOT Molins with J>FJ filter and. vs. / 

ROT Molins with XR filter, Marlboro had an edge over these two 
products among testers of both sexes, but in the test of Marlboro - 
vs. ROT Molins with AFJ filter,the preference for Marlboro was >vi ; 

somewhat greater among men than among women. . 


With respect to the testers 1 smoking habits, Marlboro was slightly 
preferred over the two ROT products regardless of the type of ciga¬ 
rette (whether filter or non-filter, regular or king size) usually 
smoked. With respect to the brand of cigarette usually smoked, 
Win 3 tcn and L & M users voted favorably for Marlboro as against 
the two ROT blends, while Viceroy and Marlboro smokers found the 
test Marlboros equal to the two ROT's. As for the frequency of 
smoking, Marlboro3 were preferred over the two ROT products by the 
"moderate” smokers (15-20 cigarettes per day), but wes considered 
on a par with the two test products by the "lighter smokers". The 
"heavier" smokers also found Marlboro a and the ROT Molins with XR 
filters about equally matched, but they preferred Marlboros over 
the ROT blend with AFJ filter. 




In the test of Marlboro vs. ROT Molins with fFJ filter and vs. 

ROT Molins with XR filter, the testers’ voluntary comments and re¬ 
sponses to direct questions on specific topics indicated that there 
were no important quality differences between Marlboros and the 
respective ROT products. There was some indication, however, that 
the preference vote that was slightly in favor of Marlboros was due 
to the feeling that Marlboros had somewhat better taste and strength 
than the milder ROT products. In the test of Marlboro vs. Old 
Parliament Molins with XR filter, the Parliament product appeared to 
have an edge on taste, but this advantage was offset by some dislike 
of its recessed filter. These two products were considered about 
equal from the standpoint of mildness. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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_ Marlboro Vs. 

PART I PART II 

RDY Molins RDY Molina 
With With 

A ?J Filter XR Filter 

Table Nos. 

11 
12-A 


1 

2-A 


2-B 

12-B 

3 

13 

4-a 

14-A 

4-b 

lt-B 

5 

15 

6 -a 

l6-A 

6-3 

16-B 

7 

17 

8 

18 

9-A 

19-A 

9-3 

19-B 

9-C 

19-C 

10 

20 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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XR Filter 
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23 

2t-A 
2U-B 
25 

26-A 
26-B 

27 

28 

29-A 
29-B 
29-C 
30 
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TAELS 1 


PEHSQES PARTICIPATSC IH THE TEST 
(By Sex And. Age) 1 


\ 


Base; Total number 


of testers 307 

i 

By Sex 

Men 53 

W'Dmen 47 

100 

^4^20 years 3 

21-24 years 3 

25-35 years 29 

35-49 years 47 

50 years and over 18 


100 


Prom Part HI - 
Question #9* 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 2-A 


HUMBER QP TEST CIGARETTES THE TESTERS SMOKED 


3DY Moline 
With 

Marlboro AFJ Filter 


\ Saso : Total number 

of teeters 307 307 

h t 

All of them 57 57 

90-99 cigarettes 14 12 

80-89 cigarettes 11 12 

70-79 cigarettes 1 1 

60-69 cigarettes 6 6 

50-59 cigarettes 1 1 

40-&9 cigarettes 6 

30-39 cigarettes 1 2 

20-29 cigarettes 1 2 

10-19 cigarettes 1 1 

1-9 cigarettes 1 2 

100 ICO 



From Parts I & II 
Question #4a 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 2-B 




REAS0H3 FOR SMOKING 

LESS THAN ALL THE TEST CIGARETTES 


■ * *” ’A; - 

(By Number Of Test Cigarettes Smoked) 

/ 



















Marlboro 


ROT Molins With AFJ Filter ' 


Total 



Total 



Smoking 


Smoked 

Smoking 


"Smoked 

Less Than Smoked 

Less 

Less Than 

Smoked 

__ Less 


ALL 

60-99 

Than 60 

All 

60-99 

Than 60 

Ease: Total number 







of testers 

132 

93 

34 

130 

96 

34 


i 

i 

* 

i 

4 

t 

Disliked cigarettes 

29 

20 

53 

31 

20 

62 

Disliked them, got tired 







of them 

11 

9 

15 

13 

10 

21 

Too strong 

6 

3 

15 

5 

2 

12 

Irritated throat, nose. 







lips; rough, raw, burned 

5 

3 

9 

2 

3 

m 

Disliked taste 

2 

2 

3 

6 

3 

15 

Preferred own brand 

2 

2 

3 

2 

1 

3 

Made throat dry 

2 

1 

3 

2 

2 

3 

After-taste 

2 

1 

3 

1 

• 

3 

Poor odor, odd 

1 

1 


3 

1 

9 

Not' satisfied 

1 

m 

3 

2 

mm 

6 

Did not like filter 

1 

-• 

3 

- 

- 

- 

Too hard to smoke 




JL 

-** 

_3 


(33) 

(22) 

(57) 

(37) 

(22) 

(75) 

Gave to friends, family 

55 

67 

18 

55 

67 

21 

Do not smoke much 

3 

1 

9 

5 

4 

9 

Tried enough to form opinion 

2 

1 

6 

2 

1 

^ 3 

Miscellaneous 

_5 

_5 

_3 

2 

_2 

S-* 


96 

96 

93 

101 

96 

S m 

Not stated 

8 

7 

12 

5 

6 

3 3 







cn 

<75 

C£ 




From Parts 
Questions 



Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 3 


*> 


HCT TESTERS RASED EACH TEST CIGARETTE 


Total Testers 


Hen 


Waxen 


Base : Total number 
of testers 


5 

0 


Average (median) 
HCTE: 


shown on the questionnaire. Each of the 21 boxes is 
given a value of 5 points, with a cheek in the far 
r ig ht scored as ICO, in the center as 50, in far left 
an 0, etc. 



RDI 

Hoiins 
With 
AFJ 


RDI 

Molias 

With 

AFJ 


RDY 

Molina 

With 

AFJ 

Marlboro 

Filter 

Marlboro 

Filter 

Marlboro 

Filter 

307 

307 

163 

163 

144: 

144 

£ 

£ 

£ 

£ 

£ 

£ 

7 

8 

9 

7 

6 

10 

5 

5 

5 

4 

6 

6 

6 

6 

6 

5 

6 

8 

5 

3 

4 

3 

6 

3 

3 

3 

4 

4 

2 

3 

3 

3 

0 

2 

3 

5 

5 

5 

4 

6 

6 

4 

3 

3 

2 

2 

3 

5 

3 

3 

4 

4 

3 

1 

4 

3 

4 

4 

4 

1 

12 

9 

12 

9 

12 

10 

10 

6 

10 

5 

10 

7 

7 

4 

5 

2 

8 

6 

4 

4 

6 

4 

2 

3 

4 

5 

4 

4 

5 

6 

5 

8 

5 

10 

3 

6 

3 

5 

2 

7 

3 

3 

5 

6 

5 

6 

4 

6 

2 

4 

2 

4 

2 

3 

1 

4 

1 

4 

1 

3 

3 

3 

2 

4 

3 

1 



' 

IJJ 


" 

100 

ICO 

100 

100 

ICO 

loo 

JSk 

50 

cfy 

50 

cn 

50 

These scores are 

derived from the 

opinion' 

scoreboard 



O 

O 

w 

o 

CA 
CTi 
C D 
CA 


From Parts I & II - 
Question #1. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 



TABLE 4-A 


WHAT THE TESTERS DISLIKED ABOUT BACH TEST CIGARETTE 


Marlboro 


Base: Total number 


of testers 307 

i 

Taste 25 

Harsh, strong, bad taste; 

bitter, burning; after-taete 8 

Poor flavor, poor taste 8 

Flavor too mild, flat; not 
enough tobaceo taste 6 

Strange, foreign taste; 

peculiar flavor 1 

Too 8'reet 1 

Others 1 

(25) 

Strength 24 

Too strong, rough, harsh 19 

Too mild 5 


(24) 


Effect on throat, mouth 8 

Irritates throat, tongue, mouth, 
nose and lips; bums and bite? 5 

Leaves mouth, throat dry and 
fuzzy; causes cough 2 

Others 1 


( 8 ) 


Burning Qualitie s 8 

Burns too fast; not easy, 
ever, burning 7 

Difficult to keep lit 1 

Others 1 


(9) 


RDY Molins 
With 

AFJ Filter 


307 

1 

27 

5 

10 

7 

2 
4 
JL 

(29) 

18 

U 

JL 

( 16 ) 

7 

4 

3 


(7) 

10 

10 

■» 

* 

(10) 


♦Lees than \ of 1$. 
(Continued) 


From Parts I & H - 
Question #2. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075696 



TABXS 4-A (Coat’d.) 


WHAT THE TESTERS DISLIKED ABOUT EACH TEST CIGARETTE 


RDY Hollas 
With 

Marlboro APJ Filter 


i i 


Filter 7 

Should like cork tip 5 

Poor filter, don’t like filter 4 

Dislike wrapping around filter; 
too firm, tight, hard; too 
smooth, slippery; sticks to 
lips; lipS get hot * 

Dislike recessed, hollow, open- 
end filter; crushes, breaks 
off, bends 

Others 2 


22 

9 


j 

7 

2 


( 11 ) ( 21 ) 


Physical characteristics 

of cigarette __ 

Too looselyT • [eked 

Too dry 

Others 


Poor draw, not easy draw 
Hot satisfying 
Not cool smoking, hot 
Bad odor 

Dislike package; difficult to 
remove first cigarette 
Others 


Hot stated - dislike nothing 


5 

3 

1 

_1 

(5) 

5 

2 

1 

1 


6 

5 

1 

JL 

( 6 ) 

3 

3 

2 

2 



1 

_2 

94 


1 

2 


104 


37 32 


*Lefcs then -g- of 1$. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075697 





TABLE 4-3 


WHAT THE TESTERS LIKED ABOUT EACH TEST CIGARETTE 


RDY Molina 
With 



Marlboro 

AFJ Filter 

B3.se: Total number 

of testers 

30J 

307 


i 

i 

Strength 

3k 

31 

Mild, not harsh 

30 

3o 

Right strength 

3 

l 

Stronger 

1 

- 


■ 1 


(3*0 

(31) 

TaBte 

27 

24 

Good flavor, good taete 

22 

19 

Mild, mellow, smooth: sweet, 
not hitter; no had after-taste 

5 

5 

Others 

1 

1 


' 

1 " [ 


(28) 

(25) 

Filter 

23 

35 

Like this type of filter 

18 

25 

White, clean-looking filter 

2 

# 

Like recessed filter 


7 

Others 

If 

4 

~ " ~~ 

" 


(2k) . 

(35) 

Ease of smoking 

16 

21 

Easy draw 

15 

17 

Smooth, even draw 

2 

5 

Others 

* 

m 


" " 


(16) 

(22) 

Physical characteristics 

of cisarette 

8 

5 

Weil: packed, firm 

5 

2 

Like length 

2 

2 

Others 

1 

1 


(Q) (5) 


♦Less than ■§• of 1$. 
(Continued) 


Proa Parts I 8s II - 
Question $3* 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075698 



TA3L5 4-B (Cont'd.) 


«> 


WHAT TEE TESTERS LHwBD ABOUT EACH TEST CIGARETTE 


ROT Molins 
With 

Marlboro APJ Filter 


Effect on throat,, mouth 

Doesn't irritate throat, tongue, 
mouth., lips, nose; doesn't 
bum, bite 

Doesn't cause cough, dryness 
Others 


t 

1 

4 

1 


* 

5 

4 

* 


(5) 

Package 4 

Like package, well packaged 5 

Others * 


(4) 

4 

5 

1 


Burning qualities 

Easy, even slower turning 
Others 



( 6 ) 

3 

2 

1 


(4) (3) 


Satisfying, enjoyable smoking; 


a good cigarette 5 

Cooler smoking, not hot 3 

Similar to own brand 3 

Pleasing odor 2 

Better than (es good as) most 
cigarettes 1 

Others 3 


4 

4 

1 

3 

1 

2 


140 146 


Not stated 


19 19 




■®Les» than ^ of l f y. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075689 



TABLE 5 


PROPCSnCfl WHO ASSOCIATED tzst products with 
ASY SHARPS TRIED, AND WHAT BRAHES 


RDY Molina 
With 



Marlboro 

APJ Filter 

Esse: Total number 

of testers 

30 7 

307 



i 

Test product is like 

seme brands smoked: 

65 

48 

L & M 

20 

7 

Marlboro 

12 

7 

Winston 

12 

5 

Yiceroy 

6 

6 

Kents 

5 

4 

Old Gold 

3 

1 

Camel 

3 

1 

Lucky Strike 

3 

* 

Philip Morris 

1 

5 

Chesterfield 

1 

2 

Fall Mall 

1 

1 

Parliaments 

1 

7 

Tareytcn 

-* 

2 

Others 

2 

3 

Con't know * not stated 2 

2 





(72) 

(53) 

This is not like any 

cigarette smoked 

?!i 

51 

Hot stated 

> 

1 


" 



100 

100 


®Leos than of l£. 


From Parts I & II - 
Questions y$a & #5b. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075700 



TABLE 0-A 


t 

GENERAL PREESREBCE BETWEEN THE TEST CIGAHSTEES 
(By Sex, Age And SmofcLng Eabits) 



Base: Total 


Preferred 
RD7 Molins 


Ratio: Marlboro 
Over 

RDY Molins 


number of 

Preferred 

With 

Ho 

With 


testers* 

Marlboro 

1 

AFJ Filter 

i 

Preference 

± 

AFJ Filter 

TOTAL TESTERS 

By Sex 

3C7 

53 (57) 

39 (43) 

8 

1.3 

Men 

163 

58 (61*) 

35 (38£) 

7 

1.6 

Women 

By Age 

144 

48 (53) 

42 (47) 

10 

1.1 

l8-24 years 

16 

50 (56) 

38 (44) 
33 (4l4) 

12 

1.3 

2S-34 years 

90 

55 (53?) 

7 

1.4 

35*49 years 

146 

52 (56) 

53 (59t) 

40 (44) 

8 

-1.3 

50 years and over 55 

By Brand Smoked 

Most Often 

34 (4o4) 

13 

1.5 

Winston 

86 

63 (66) 

31 (24) 

6 

l.Q 

Viceroy 

58 

4o (45) 

50 (55) 

10 

0.8 

L & M 

50 

54 (58) 

38 (42) 

8 

1.4 

Marlboro 

32 

44 (50) 
56 (59s} 

44 (50) 
37 (4ofo. 

12 

1.0 

Others 

Hot stated •• 

84 

various 2 

7 

1.5 


By Size Smoked 
Most: Often 


Regular size 

47 

51 (57*) 

36 (42*) 

13 

1.4 

King size 

260 

54 (57s) 

39 (42*) 

7 

1.4 

Hot stated 

By Type Smoked 

Most Often 

Filter tip 

1 

oco 

dj - t 

52 (56) 

57 (64. 

40 (44) 

8 

1-3 

Ho filtered tip 

^ / 

-> 0 

32 (37s) 

11 

1-7 

By Frequency Of Smoking 
21 or mere ciga¬ 
rettes per day 

30 

54 ( 58 ) 

38 (42) 

8 

1.4 

15-20 cigarettes 
per day 

140 

5 ? 

34 (37*) 

7 

1-7 

14 or less ciga¬ 
rettes per day 

33 

42 (48) 

46 ( 52 ) 

12 

0,9 


Hot stated 4 

♦In some cases the bases add to more than "Total Testers” 
because mere taan one brand or ':ype Is smoked* 


NCTE3: (1) Ratios are derived by splitting the "'To preference" 

vote equally between the two cigarettes. 

(2) ?er cents 1 are not shewn ontosite very small bases. 


Prom Part III - 

Source: httpsV/wwwjndustrydocuments.ucsf.edu/Qftcl^RMjd^O ^ 7a ’ c 4 ^ 


1003075701 




T&3L5 6-13 


RSASCSfS FCH FEE 37 . 35 TJG ETIIEP, TEST CIGARETTE 

( 3 y Sax) 


Base : Total number 
* of testers 


(Total preferring) 

Taste 

Good flavor, good teste 
Mild, mellow, smooth; sweet 
not hitter; no had af ter¬ 
taste 

True tobacco taste 
Strong taste, more flavor 
Menthol taste, cooling 
taste 

Less menthol, not medicated 


Strength 

Mild, not har3h 
Right strength 
Stronger 


Filter 

Like this type of filter 
Like full filter (not re¬ 
cessed) 

Like recessed filter 
Others 


Ease of smoking 
Easy draw 
Smooth, even draw 
Others 


Marlboro 


Total Men 


30? 


163 


Women 


144 


*»Lse 3 than of 1$. 
(Continued) 


R2Y Molina With 
AFJ Filter 


Total 


307 


Men Women 


163 


i 

1 


£ 

1 

( 53 ; 

(58) 

(48) 

( 39 ) 

(35) 

29 

32 

25 

20 

20 

S3 

3T 

Z- 


I? 

3 

4 

1 

3 

3 

1 

n. 

1 

1 

1 

1 

2 

- 

1 

•» 

1 

1 

«• 

* 

1 

JL 


J. 


—— 

(30) 

(32) 

(25) 

(20) 

(20) 

17 

20 

15 

19 

12 

15 


1% 

IT 

11 

* 


- 

2 

2 

_2 

2 

-1 

JL 


— z 

(17) 

(20) 

U5) 

(19) 

(13) 

11 

12 

11 

11 

13 

7 

r» 

I 

• 

T 


9 

1 

2 

1 

— 

• 

1 

1 

1 

2 

3 

_3 

__2 


_l 

JL 

(12) 

(12) 

( 11 ) 

(ii) 

(13) 

7 

I 

8 

9 

8 

4 

3 

5 

8 

7 

2 

3 

1 

1 

2 

3. 

X 

_l 

9 

m2 

(7) 

CT) 

(8) 

(9) 

(9) 


144 

1 

(42) 

21 

'15 


3 

1 

1 


( 21 ) 

26 

25 

2 


(25) 

10 

"8 


1 

j. 

( 10 ) 

10 

9 

tffr 

_1 

( 10 ) 


From Part III - 
Questions #la & #lb. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075702 



iV 


r* 


TABUS o°B (Cent’d.) 


KEASCESS FOR PREFESRuBS EITHER TEST CIGARETTE 


(By Sex) 


CooJ.er smoking, not hot 
Satisfying, enjoyable smoking; 
a good cigarette 


Effect on throaty mouth 
Doesn't irritate throat, 
tongue, mouth, lips, nose; 
doesn’t turn,, bite 
Doesn't cause cough, dryness 


Burning qualities 

Easy, even, slower burning 
Others 


Physical characteristics 

of cigarette _ 

Well packed, firm ” 
Others 


Similar to own brand 
Pleasing odor 
Others 


not stated 


Marlboro 


RDY Molina With 
AFJ Filter 


Total 

Men 

Women 

Total 

Men 

i 

£ 

£ 

£ 

£’ 

5 

6 

3 

i 

i 

5 

6 

k 

3 

3 

4 

5 

4 

4 

2 

•a 

4 

3 

4 

2 


JL 

_1 

* 

_ 

(M 

(5) 

(4) 

(4) 

(2) 

i. 

4 

4 

1 

2 

¥ 


3 

1 

I 

* 

» 

_1 

■» 

_1 

(M 

(4) 

(4) 

(D 

(2) 

3 

4 

3 

1 

2 

m-*9 

a 

3 

I 

5 

I 

"" 

JL 

_2 

JL 

JL 

(35 

CM 

(3) 

CD 

(2) 

o 

4 . 

o 

1 

1 

1 


i 

1 

2 

m 

o 

o 

1 

_2 

_1 

0> 

1G1 

80 

74 

67 

.1 

1 

2 

1 

1 


Women 

£ 

2 

3 

6 

5 

_1 

( 6 ) 


*Leo3 than ■£ of 1$. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


H|H»| H 'I ^ Hrowj £ H 1003075703 



TABLE 7 


TOTAL TESTERS 

More satisfying 
GENERAL PREFERENCE 
Better strength 
Better flavor 
Since ther 
Cooler 

Easier to draw 
Men 

More satisfying 
GENERAL PREFERENCE 
Better strength 
Better flavor 
Smoother 
Cooler 

Easier to draw 
Women 

More satisfying 
GENERAL PREFERENCE 
Better strength 
Eetter flavor 
Smoother 
Cooler 

Easier to draw 


PREFERENCES BETWEEN THE TEST CIGARETTES FOR 
SIX SPECIFIC QUALITIE S 


Ratio; Marlboro 


Base; Total 
number of 


Preferred 
RDY Molins 


Over 

RDY Molins 

testers 

Preferred 

With 

No 

With 

answering 

Marlboro 

AFJ Filter 

Preference 

AFJ Filter 


i 

% 

i 


300 

50 

34 

16 

1.4 

307 

53 

39 

8 

1-3 

295 

46 

32 

22 

1.3 

>CC) 

49 

39 

12 

1.2 

293 

41 

4o 

19 

1-0 

295 

36 

35 

29 

1.0 

293 

25 

44 

31 

0.7 

t©3' 

55 

31 

14 

1.6 

263 

58 

•35 

7 

1.6 

161 

45 

32 

23 

1.3 

.162 

52 

35 

13 

1.4 

162 

43 

39 

18 

1.1 

160 

38 

34 

28 

1.1 

163 

25 

45 

30 

0.7 

137 

44 

37 

19 

1.2 

144 

48 

42 

10 

1.1 

134 

U6 

32 

22 

-! 

-i* a 

137 

46 

44 

10 

1.0 

136 

4o 

40 

20 

1 . 0 : 

135 

33 

36 

31 

0.9 

135 

24 

44 

32 

0.7 M 

' O 
O 
CO 

0 

CT 

O 


From Part III - 
Question #2. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 



TABUS 8 


TESTERS’ OPINION CF STRES3GT5 AND SWEETNESS OF 
TEST CIGARETTES 


RDY Kolias 
With 



Marlboro 

AFJ Filter 

STRENGTH 

Baas: Total number 
of testers 

answering 

303 

302 


i 

i 

Too mild 

13 

2k 

About right 

57 

ka 

Too 3trong 

30 

28 


ICO 

100 

SWEETNESS 

Ease: Total number 
of testers 

answering 

290 

296 


t 

£ 

Too sweet 

6 

16 

About right 

68 

58 

Dot sweet enough. 

2o 

26 

’ 

r ~ t 


100 

ICO 


From Part III - 
Questions #3a, #3b 
#lto & #1* 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075705 



TABI3B 9-A 


FREQUENCY OF SMCKUB AMONG TEE TESTERS 


Zasa: Total number 

Total 

Men 

Woman 

of testers 

307 

16 ;;. 

144 


* 

fc 

* 

Smoke over 40 cigarettes per day 

2 

4 

_ 

Smoke 31-40 cigarettes per day 

4 

7 

1 

Smoke 21-30 cigarettes per day 

20 

25 

14 

Smoke 15-20 cigarettes per day 

46 

4 ? 

46 

Smoke 11-14 cigarettes per day 

7 

6 

7 

Smoke 7-10 cigarettes per day 

15 

f 1 

24 

Smoke 6 or less cigarettes per day 

5 

4 

7 

Not stated 

X 

g 

1 


100 

100 

100 

Average (median) 

20 

20 

15 


From Part III 

--i. 4 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075706 



TABLE 9-3 


BRAITDS (F CIGARETTES TER TESTERS SMOKE MOST GFTEH 


Total Men Women 


Base : Total number 
of testers 


Winston 

Viceroy 

L & M 

Marlboro 

Camel 

Old Gold 

Pall Kali 

Tareyton 

Chesterfield 

Kcols 

Kent 

Lucky Strike 
Philip Morris 
Raleighs 
Others 

Ro particular brand 
Hot stated 


3C7 

103 

.144 

i 

i 

i 

£8 

31 

24 

19 

16 

22 

16 

is 

17 

11 

9 

12 

5 

8 

1 

4 

3 

6 

4 

6 

2 

4 

2 

5 

2 

4 

1 

1 

1 

3 

1 

1 

3 

1 

2 

m 

1 

1 

1 

1 

1 

1 

2 

1 

3 

* 

•» 

1 


1 

mm 

100 

. 103 

102 


*Lass then 4 of 1^- 


7rom Part III - 
Question #7^. 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075707 



T/.BL5 9-C 


TYP3 GF CIGARETTES SHOKKD MOST OFTEN 

(Filtered Vs, Eon-Filtered And 
Regular Vs. Xing Size) 



Total 

Men 

Women 

Bcae: Total number 

of testers 

_jW i 

163 

144 


<L 

CL 

t 


Most often smoke: 

Filtered cigarettes 

62 

75 

90 

Xing size 

77 

73 

HI 

Regular size 

5 

2 

8 

Ect stated 

* 


1 



" " 1 



(82) 

(75) 

(90) 

Ron-Filtered cigarettes 

16 

25 

10 

King size 

U 

H 

T 

Regular Bize 

10 

14 

_5 





U8> 

(25) 

( 10 ) 

Total smoking KiDg size 

^ _ 
op 

83 

06 

Total smoking Regular size 

IS 

17 

14 


^Less than -h of 1$. 

HOTS : Due to duplication in the crooking of filtered and 
non-filtered cigarettes, and in regular and king 
size within these classifications, the totals 
shown smoking regular and king size are sometimes 
less than the suras of their sub-groups. 


From Pnrt HI - 
Questions fftc & #7d. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075708 



TABLE 10 


OTHER BRAHES SMOKED BY 
TOE TESTERS HITS SCm yREQUiSHCY 


Bg.se : Total number 
of testers 

Smoke other brandc with 
some frequency: 

Total 

307 

t 

33 

Men 

.'.63 

t 

39 

Women 

144 

i 

38 

Winston 

7 

“5 

7 

L & M 

7 

7 

6 

Pall Mall 

4 

2 

6 

Viceroy 

4 

5 

2 

Xools 

3 

3 

3 

Marlboro 

3 

2 

3 

Lucky Strike 

3 

4 

1 

Camel 

3 

2 

3 

Old Gold 

■3 

•>' 

3 

2 

Chesterfield 

2 

1 

2 

Tareyton 

1 

2 

1 

Kents 

1 

• 

1 

Parliaments 

1 

1 

1 

Philip Morris 

1 

1 

1 

Others 

JL 

w 

_1 

(42) 

JL 

m 

Do not smoke other brands 

56 

57 

55 

3Jot stated 

6 

4 

7 


From Part III - 
Questions #8a & #8b. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075709 





Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 



TABLE 11 

PERSONS PARTICIPATING HI THE TEST 


(By Sex And Age) 


Base : Total number 


of testers 318 

£ 

By S ex 

Ken 52 

Women 1*8 

100 

By Age 

18-20 years 4 

21-24 years 2 

25-34 years 26 

35-49 years 49 

50 years end over 19 


100 



>.A *;V-f 













From Part III - 
Question # 9 . 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075711 






TABLE 12-A 


H0M3ER OF TEST CIGARETTES TBS TESTERS SMOKED 


Ikrlboro 

Base: Total number 


of tasters 313 

i 

All of them 59 

90-99 cigarettes 12 

80-89 cigarettes 13 

70-79 cigarettes 1 

60-69 cigarettes 7 

50-59 cigarettes 2 

40-^9 cigarettes 1+ 

30-39 cigarettes * 

20-29 cigarettes 2 

10-19 cigarettes * 

1-9 cigarettes 2. 


100 

♦Less than \ of 1$. 


BDY Iftlius 
With 

XR Filter 


313 

1 

56 

11 

12 

2 
8 
2 

5 

1 

2 

1 


100 


Frcfli Parts I & II - 
Qo/jntica ft a. 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075712 




TABLE 12’B 


KBASQKS FOR SM0K3S3 LESS TEM ALL TEE TEST CIGARETTES 
(By dumber Of Test Cigarettes Stoked) 


35arIboro 


BOY Molins With XR Filter 


Total 
Smoking 
Less Than 

Smoked 

Smoked 

Less 

Total 
Smelting 
Less Than 

Smoked 

Smoked 

Less 


All 

60-99 

Than 60 

All 

60-99 

Than 60 

Base: Total number 
of testers 

131 

10k 

27 

l4l 

1C6 

-■* --Jy ~ 

35 


i 

<& 


* 

i 

i 

Disliked cigarettes 

21 

19 

52 

35 

21 

77 

Disliked, got tired cf 





them 

3 

5 

22 

13 

6 

34 

Irritated threat, nose, 
lips; rough, rav, 
burned 

T 

5 

15 

10 

8 

17 

Too strong 

5 

2 

19 

4 

3 

6 

Eot satisfied 

4 

4 

4 

2 

2 

3 

Caused cough, dry throat 

2 

2 

4 

4 

3 

9 

Disliked taste 

2 

1 

4 

4 

3 

6 

Preferred own brand 

2 

2 

- 

- 


«a 

Others 

2 

1 

4 

4 

2 

_9 



“ r 


' 

“ 



- (32) 

(22) 

(72) 

(to) 

(27) 

(84) 

Gave to friends, family 

59 

66 

30 

57 

71 

14 

Doesn't smoke much 

4 

4 

4 

-» 

2 


Tried enough to form opinion k 

3 

7 

1 

«P 

3 

Others 

2 


- 

4 

4 

_3 


***** 

1 " 

****** 

** 



101 

93 

113 

104 

3.04 

104 

Not stated 

S 

s 

6 

4 

4 

5 

2 3 


CJ 

o 

Cl 

CJ 


From Parts 2 & U. - 
Questions jj&a & $4b. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 




vn Stt 8ST83 8 


TA3LS13 


HOT T3S1SRS R.AJEED EACH TEST CSGARSTES 


Total Testers 


Men 


Marlboro 


Ease:Total number 
of testers 


318 

i 

10 

6 

5 

5 
3 

6 
3 

3 

4 

3 

9 

12 

U 


5 

5 
3 
3 
3 

6 

7 

3 

3 


5 

7 
3 

3 
5 

4 

8 
16 

3 


5 

5 
4 
2 
1 

9 

6 

7 

1 


Women 


2 

5 

4 

3 
2 
1 

10 

8 

4 


21 boxes is given a value of five points, with 
a check in the fur right scored as 100, in the 
center 50 , in tho far left as 0, etc. 


REf 


RET 


BET 

Moline 


Molina 


Hollos 

With 


With 

- 

With 

XR 


XR 


XR 

Filter 

Marlboro 

Filter 

Marlboro 

Filter 

313 

166 

166 

152 

152 

i 

t 

£ 

£ 

Ci 

a 

10 

9 

9 

7 

6 

5 

5 

7 

7 

6 

6 

7 

5 

5 

4 

3 

5 

8 

2 


5 

6 
2 

5 
4 

3 

8 

10 

6 


2 

2 

2 

3 

3 

1 

3 

4 

2 

4 

4 

3 

5 

4 

4 

5 

7 

3 

5 

" 5 

5 

4 

4 

5 

3 

6 

1 

4 

6 

7 

4 

7 

5 

9 

2 

5 

1 

2 

1 

1 

1 

3 

4 

3 

2 

4 

5 

3 



~~ “ — ' 

1 * 



ICO 

ICO 

ICO 100 

100 

100 

(median) 50 

50 

•S'J.S 

55 

55 

50 

50 

HOTS: These 

scores ere 

derived from the 

opinion 

score- 


board shown on the questionnaire. 

Each of 

the 



From Pert I & H - 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO Gu® 8 ** 011 #1 
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TABLE 14-A 


WHAT THE TESTERS DISLIKED ABOUT EACH TEST CIGARETTE 


ROT Molina 
With 


Base: Total number 

Marlboro 

XR Filter 

of testers 

318 

316 


i 

i 

Strength 

24 

21 

Too strong, rough, harsh 

15 

15 

Too mild 

6 

8 

Others 

_1 

« 


(25) 

(21) 

Taste 

20 

30 

Poor flavor, poor taste 

Harsh, strong, had taste; 

7 

12 

hitter, burning, after-taste 
Flavor, too mild, flat; not 

6 

5 

enough tobacco taste 

Dislite cooling, menthol. 

4 

7 

medicated taste 

1 

3 

Others 

4 

5 


(22) 

(32) 

Effect on throat, mouth 

13 

7 

Irritates throat, tongue, mouth. 



nose and lips; bums and bites 
Leaves mouth, throat dry and 

9 

7 

fuzzy; causes cough 

3 

1 

Others 

1 

1 



— 

r/ 

(13) 

(9) 

Bum/ £ qualities 

Burns too fast; not easy. 

10 

13 

even burning 

9 

11 

Difficult to keep lit 

1 

1 

Ash doesn't stay on 

- 

2 

Others 

—z. 

*3* 


(10) 

(14) 


■®Less than |f of 1$. 


(Continued) 



o 

© 

CO 

© 

-s} 

cn 

h* 

ci 


Prom Parts I & XI - 
Question #2. 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 





TABLE 14-A (Cont’d.) 


WHAT THE TESTERS DISLIKED ABOUT EACH TEST CIGARETTE 


Marlboro 


RDY Molina 
With 

XR Filter 




t 


1 


Physical characteristics 

of cigarette 

7 

6 

5 

Too loosely packed 

If 

Too dry 

1 

m 

Disliked shorter length 

1 

2 

Others 

JL 

JL 


(7) 

(8) 

Filter 

7 

19 

Poor filter; don’t like filter 

5 

~1 

Dislike recessed, hollow, open- 
end filter; crushes breaks off. 

bends 

1 

10 

Others 

_2 

Jt 


(8) 

(20) 

Difficulty in smoking 

6 

1 

Poor draw,""not - easy draw 

5 

1 

Filter makes it hard to draw 

1 

* 

Others 

# 

«• 


(6) 

(i) 

Bad odor 

1 

5 

Sot cool smoking hot 

1 

2 

Others 

_k 

_2 


97 

Ilk 

Hot stated - dislike nothing 

35 

30 


v r 

. ! 3Sf 

■■'Mi 

■ :■ 


■3Less than of !$• 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TARLS l4~B 


WHAT THE TESTERS LXKSP ABOUT EACH TEST CIGA RE T TE 



Marlboro 

HOT Molina 
With 

XR Filter 

Base: lota! number 

of testers 

318 

318 


i 

i 

Strength 

36 

28 

Mild, not harsh 

33 

2 E 

Stronger 

2 

1 

Right strength 

1 

1 

n 1 ■ 

■ ‘ 1 


(36) 

(28) 

T 

31 

26 

Good flavor, good taste 

23 

21 

Mild, mellow, smooth; sweet. 

not bitter; no bad after-taste 

8 

5 

Others 

_1 

_2 


(32) 

(28) 

Filter 

25 

33 

Like this type of filter 

20 

19 

White, dean-looking filter 

1 

1 

Like recessed filter 

1 

11 

Others 

3 

2 



■■■■ 


lf\ 

C\l 

(33) 

Ease of smoking 

16 

19 

Easy draw 

15 

. lH 

Smooth, even draw 

1 

2 


” ■■ 



(16) 

(£0) 

Burning qualities 

.8 

3 

Easy, even, slower burming 

7 

3 

Others 

1 

#■ 


" 

r " r 

- 

(8) 

(3) 


♦Less than 4 of 1$- 


(Continued) 


From Parts I & II - 
Question # 3 . 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TiffECE lH-B (Cont’d.) 


WHAT THE TESTERS LIKED ABOUT EACH TEST CIGARETTE 


RDY Moline 
With 

Marlboro XR Filter 



1 


Physical characteristics 

of cigarette 

5 

2 

Well packed, firm 

5 

1 

Others 

1 

1 


1 

■ ' 


(6) 

(2) 

Satisfying, enjoyable smoking; 

a good cigarette 

5 

3 

Package 

4 

4 

Liked package 

3 

3 

Others 

l 

l 


1 



(M 

t*0 

Effect on throat, mouth 

4 

6 




Doesn’t irritate threat, tongue, 
mouth, lips, nose; doesn’t 

burn, bite 

3 

5 

Doesn't cause cough, dryness 

1 

1 

Others 

« 

- 

11 

1 " 



(6) 

Cooler smoking, not hot 

4 

5 

Pleasing odor 

3 

2 

Others 

l 

2 




148 

136 

Hot stated 

18 

23 


•»Ies j than -h of 2$. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABL32 15 


PROPOEPIOB TOO ASSOCUfflSP TEST PRODUCTS WITH 
Pm 3RA3DS T53BP, AM) WHAT BRASDS 


RDy Ifclins 
With 


Base; Total number 

Marlboro 

XR filter 

of tooter3 

313 

313 


t i 

Test product is like 


sons brands smoked: 

64 

49 

L & M 

13 

3 

ferltoro 

11 

6 

Winston 

10 

5 

Viceroy 

8 

4 

Old Gold 

4 

2 

Camel 

3 

3 

Kent 

3 

2 

Lucky Strike 

3 

2 

Chesterfield 

3 

3 

Philip Harris 

2 

4 

Pall Mall 

2 

1 

Parliament 

2 

7 

Tareyton. 

1 

2 

Kbol 

1 

2 

Others 

2 

2 

Don't know - net stated 

2 

_3 



This is not like any 

(70) 

CHi 

(Si) 

cigarette smoked 

35 

51 

Ibt stated 

1 

a 

LJ 

_ 


100 

100 


■C'Jsse then -|- of 1$. 


From Parts I & II - 
Questions jr5a & 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 16-A 


GENERAL PREFERENCE BETWEEN THE TEST GIGARETTSS 
(By Sex, Age And Smoking Habits) 


Preferred 


Ratio : Marlboro 
Over 



Base: Total 
number of 

Preferred 

ROT Molins 
With 

Ho 

ROT Molins 
With 


testers* 

Marlboro 

XR Filter 

Preference 

XR Filter 



i 


i 


TOTAL TESTERS 

318 

50 

43 

7 

1.2 

By Sex 

Men 

166 

49 

44 

7 

1.1 

Women 

152 

51 

43 

6 

1.2 

By Age 

18-24 years 

20 


45 

15 

0.9 

25-34 years 

O/y 

Ud 

61 

35 

k 

1.7 

35-49 years 

156: 

44 

50 

6 

0.9 

50 years and 

over 60 : 

55 

37 

8 

1.4 

By Brand Smoked 

Most Often 

Winston 

82 

63 

32 

5 

-- -9 

Viceroy 

51' 

43 

47 

10 

c.q 

L&M 

32 

50 

4l 

9 

1.2 

Marlboro 

'"> r 7 

— » 

44 

52 

4 

c .9 

Others 

7 O' f 

45 

48 

7 

c .9 


Hot stated 

By Size Smoked 
Most Often 
Regular size 
King size 

Hot stated 




o 


47 

51 


42 

43 


11 

6 


1.1 

1 o 


*In some cases the bases add to more then "Total 
Testers" because more than one brand or type is 
smoked. 

(Continued) 


Frcn Part III - 

Questions #la, #6, #7, #8 & #9. 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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By Type Smoked 
Most Often 
Filter tip 
Ho filtered tip 

Hot stated 

By Frequency Of 

Smoking _ 

21 or more ciga¬ 
rettes per day 
15-20 cigarettes 
per day 

14 or less ciga¬ 
rettes per day 

Hot stated 


KOTES: 


TABLE l6- A (Cont’d.) 


GEHERAL FREFEREIKS BETWEEH THE TEST CIGARETTES 


(By Sex, Age And Smoking Habits) 

Preferred 


Ratio: Marlboro 
Over 

Ease: Total 

ROT Molin3 


ROT Molina 

number of Preferred 

' With 

Ho 

, With 

testers® Marlboro 

XR Filter 

Preference 

XR Filter 

£ 

i 

i 



2",5 

51 

4-3 

6 

1.2 

si 

48 

42 

10 

1.1 

9 






■37 

46 

47 

7 

1.0 

125 

59 

35 

6 

1.6 

96 

10 

42 

50 

8 

0.9 


»Tn seme cases the bases add to more then "Total 
Testers” because more than one brand or type is 
smoked. 

(1) Ratios are derived after splitting the "no 
preference” votes equally between the two 
cigarettes. 

(2) Percentages are not shown opposite very snail 
bases. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE l6-B 


SEASONS FOR PREFERRING- EITHER TEST CIGARETTE 
(By Sex) 

ROT Molina With 

_Marlboro XR Filter 



Total 

Men 

Women 

Total 

Men 

Women 

Base: Total number 

of testers 

316 

166 

152 

316 

166 

152 


1 

i 

i 

i 

i 

- * 

(Total preferring) 

(50) 

m 

( 51 ) 

(43) 

(44) 

- (43) 

Taste 

29 

30 

29 

21 

22 

20 

Good flavor, good taste 

20 

25 

19 

17 

16 

18 

Mild, mellow, smooth; sweet, 
not hitter; no bad after- 

taste 

7 

5 

8 

3 

4 

2 

Strong taste, more flavor 

2 

1 

3 

«• 

- 

1 

True tobacco taste 

1 

2 

- 


1 

- 

Others 


1 

1 

1 

2 

1 


1 

" " 

1 ™ 



" " 


(31) 

(31) 

(31) 

(23.) 

(23) 

(22) 

Strength 

21 

16 

27 

20 

22 

17 

Mild, not harsh 

l B 

13 

23 

19 

20 

16 

Right strength 

3 

2 

3 

1 

1 

1 

Stronger 


J. 

_1 


_1 



(22) 

( 16 ) 

(27) 

(20) 

(22) 

(17) 

Filter 

10 

10 

10 

13 

14 

13 

Like this type of filter 

“9 

9 

9 

id 

10 

Id 

Like recessed filter 

1 

1 

1 

3 

5 

2 

Others 

l 

1 

1 


4 m 

1 


— 1 


T r 

“ r 



(ID 

(11) 

(H) 

(13) 

( 15 ) 

(13) 

Ease of smoking 

5 

7 

5 

5 

7 

4 

Easy draw 

5 

5 

3 

3 

2 

3 

Smooth, even draw 

1 

2 

1 

0 

4 

1 

Others 

* 


1 

1 

1 

1 




‘ * 



” n 


(5) (7) 

■*Less than \ of 

(Continued) 

(5) 

1$. 

(5) 

(7) 

(5) 


From Part III - 
Questions #la & #lb. 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 16-3 (Confc'd.) 


REASONS FOR PREFERRING EITHER TEST CIGARETTE 


(By Sex) 


RDY Kolins With 


!?ariboro 

XR Filter 

Total Men Woman 

Total Hen Women 


Satisfying, enjoyable smoking; 

£ 

£ 

£ 

£ 

£ 

£ 

a good cigarette 

6 

5 

6 

3 

2 

- 3 

Cooler smoking, not hot 

3 

4 

2 

4 

3 

5 

Effect on throat, mouth 

Doesn't irritate throat, 
tongue, mouth, lips, noue; 

3 

3 

2 

5 

4 

7 






doesn’t bum, bite 

2 

2 

2 

4 

3 

5 

Doesn't cause cough, dryness 

*. 

1 

- 

1 

1 

1 

Others 


* 

• 

4 

- 

1 


' * 


-TTT 





(2) 

(3) 

(2) 

(5) 

(4) 

(7) 

Easy, even, glover burning 

2 

2 

2 

1 

1 

1 

Pleasing Oder 

2 

2 

2 

1 

1 

1 

Well packed, firm 

1 

1 

1 

1 

1 

1 

Others 

_3 

4 

2 

2 

1 

3 


■ 1 

11 1 “ 

' r 


J “ r “ 


- 83 

95 

91 

77 

SO 

.78 

Rot stated 

2 

2 

1 

3 

4 

1 


■»Less than \ of 1$. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABUS 17 


PREFERENCES BETWEEN TEE TEST CIGA RETTE S FOB 


SIX SPECIFIC QUALITIES 


Ration Marlboro 


Base: Total 
number of 
testers 
answering 

Preferred 

Marlboro 

£ 

Preferred 
RDY Molins 
With 

XR Filter 

£ 

No 

Preference 

£ 

Over 

RDY Molina 
With 

XR Filter 

TOTAL TESTERS 

Better strength 

302 

47 

31 

22 

1.4 

GENERAL PREFERENCE 

313 

50 

43 

7 

1.2 

Better flavor 

300 

50 

39 

11 

1.2 

More satisfying 

306 

48 

36 

14 

1.2 

Smoother 

50? 

44 

42 

14 

1.0 

Cooler 

304 

36 

4l 

23 

0.9 

Easier to draw 

303 

27 

39 

34 

0.8 

Men 

Better strength 

136 

46 

29 

25 

1.4 

GENERAL PHEE’EKSKCE 

166 

49 

44 

7 

1.1 

Better flavor 

160 

48 

40 

12 

1.2 

More satisfying 

158 

49 

39 

13 

1.2 

Smoother 

150 

45 

42 

13 

1.1 

Cooler 

157 

35 

38 

27 

0.9 

Easier to draw 

155 

27 

39 

34 

0.3 

Women 

Better strength 

146 

49 

32 

19 

1.4 

GENERAL PREFERENCE 

152 

51 

43 

6 

1.2 

Better flavor 

149 

53 

38 

9 

1.4 

More satisfying 

143 

47 

38 

15 

1.2 H 

Smoother 

143 

45 

42 

13 

1.1 c 

Cooler 

147 

37 

43 

20 

0.? c 

Easier to draw 

14S 

26 

40 

34 

0.8 CJ 


From Part III - 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 42. 
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TABXB 18 


TESTEES’ 0P13H0U OP STRENGTH ABD SWEETNESS OF 


TEST CIGARETTSS 


RDY toll ns 
With 

Iferlboro XB Filter 

ST3MCTH 

Base : Total number 


of testers 


snsvering 

21C 

cL 

2C6 

4, 

Too mild 

£ 

Ik 

ZL 

22 

About right 

56 

49 

Too strong 

J£ 

29 


100 

100 


SWEEJTHESS 


Baa*: Total number 
of testers 


snswering 

£93 

300 


i 

i 

Too sveet 

8 

13 

About right 

6? 

60 

Bot sweet enough 

29 

_2 


100 

ICO 


Prom Part III - 
Questions #3a, #3 fa 
$<a & #4*3 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TA5LS 19»A 


FREgUSECY OF SMOGCDP AKQ3G THS TESTERS 



Total 

Men 

Women 

Bo£;s: Total number 

- — of testers 

M 

CO 

166 

152 


i 

* 

i 

Smoke over 40 cigarettes per day 

i 

i 


Smoke 31-40 cigarettes per day 

6 

ii 

i 

Smoke 21-30 cigarettes per day 

21 

28 

12 

Smoke 15-20 cigarettes per day 

39 

4l 

38 

Smoke 11-14 cigarettes per day 

8 

6 

11 

Smoke 7-10 cigarettes per day 

14 

6 

22 

Smoke 6 or less cigarettes per day 

8 

4 

13 

Rot stated 

3 

3 

3 


r r 


- 

100 

100 

100 

Average (median) 

20 

20 

20 


From Part III - 
Question §6. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 19»B 


ERAEDS «? CIGARgnSS THE TESTERS SMOKE MOST OFTEN 


* 

Total 

Hen 

Women 

Ease: Total number 

of testers 

313 

leo 

152 


i 

i 

i 

Winston 

26 

25 

27 

Viceroy 

16 

12 

20 

L & M 

10 

12 

8 

Marlboro 

8 

8 

9 

Old Gold 

6 

s 

3 

Pall Hall 

5 

5 

3 

Chesterfield 

5 

4 

5 

Tareyton 

5 

4 

6 

Camel 

4 

6 

3 

Lucky Strike 

•3 

5 

2 

Kent 

3 

2 

5 

Philip Morris 

2 

2 

2 

Kool 

2 

2 

1 

Raleigh 

1 

1 

2 

Parliament 

1 

1 

1 

Regent 

1 

1 

1 

Cavalier 

■» 

__1 



93 

100 

93 

Hot stated 

3 

4 

2 


*Lesa than % of 1$. 


From Part III - 
Question f-l&. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TAB&5 19*C 


TOE OF CIGARETTE SACKED MOST CETES 

(Filtered. Vs. rIen-Filtsrec, And 
Regular Va. King Size) 



Total 

Ken 

Women 

Base: Total number 

of testers 

310 

l6o 

152 


i 

£ 

* 

Most often smoke: 

Filtered cigarettes 

?4 

70 

78 

King size 

.70 

tb 

73 

Regular size 

4 

4 

5 

Ron-filtered cigarettes 

2o 

29 

22 

King size 

u 

To 

15 

Regular size 

15 

19 

9 

Hot stated 

3 

If 

2 

Total smoking King site 

81 

76 

66 

Total smoking Regular size 

19 

23 

14 


From Part HI - 
Questions #7c & #74* 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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r 

r 

r 

r 

r 

i 

i 

L 

i 

L 

l 

L 

L 

L 

L 

L 

L 

L 


TABLE 20 


OTHER B5AHDS SMOKED BY 


TEE TESTERS WITH SOME FREQUENCY 



Total. 

Men 

Women 

Base: Total number 

of testers 

318 

l6S 

152 


i 

i 

£ 

Smoke other brands with 

some frequency: 

39 

46 

n 

32 

Winston 


3 

Viceroy 

7 

7 

7 

Marlboro 

3 

4 

3 

Chesterfield 

3 

5 

1 

Kool 

3 

4 

3 

Lucky Strike 

3 

2 

4 

Pall Mall 

3 

4 

3 

L & K 

3 

2 

3 

Old Gold 

3 

4 

1 

Camel 

2 

■y 

1 

Tareyton 

2 

2 

2 

Philip Morris 

2 

1 . 

2 

Kent 

1 

1 

1 

Parliament 

1 

1 

1 

Raleigh 

* 

«P 

1 

Hot stated 

* 

J. 



w 

(5D 

(36) 

Do not smoke other brands 

58 

51 

64 

Hot stated 

*2 

3 

4 


IOC 100 100 


♦Less than ^ of 1$. 


Prom Part HI - 
Questions #8a 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 





& jfQb» 
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1003075730 


Source: https://www.industrydocuments.ucsf.edu/docs/shlKOOOO 







TABLE 21 


persons PARnciPATiEG :n? the test 

(By Sex And Age) 


Sage : Total number 

of testers 304 

i 

By Sex 

fen 52 

Women 48 

ICO 

By Age 


18-20 years 

4 

21-24 years 

• 3 

25-34 years 

27 

35-49 years 

50 

50 years and over 

16 


ICO 


Proa rart III - 
Question 5^. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 22-A 


NUMBER OF TEST CIGARETTES THE TESTERS SMOKED 


■ ?zr. 





Old 


Marlboro 

Parliament 
Moline With 
XR Filter 

Bass: Total number 

of testers 

304 

304 


i 

i 

All of them 

56 

58 

90-99 cigarettes 

13 

n 

80-89 cigarettes 

n 

n 

70-79 cigarettes 

2 

1 

60-69 cigarettes 

7 

7 

50-59 cigarettes 

J* 

1 

1*0-49 cigarettes 

3 

4 

30-39 cigarettes 

1 

2 

20-29 cigarettes 

3 

- 

10-19 cigarettea 

1 

1 

1-9 cigarettes 

« 

_1 


100 

100 




*I^es than | of 1^, 


From Parte I & H - 
Question #4a. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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f: 


TABLE 22-3 

EEASQHS FOR SMCgOSG LESS THAN ALL TBS Q?EST CJ3AHBTIES 
(By Humber Of Test Cigarettes Smoked) 


Old Parliament Molina 

Marlboro _ With XR Filter 



Total 
Smoking 
Less Than 

Smoked 

Smoked 

Less 

Total 
Smoking 
Less Than 

Smoked 

Smokec 

Less 


All 

60-99 

Than 60 

All 

60-99 

Than 6( 

Bass: Total number 
of testers 

133 

1 r ' r '. 

33 

128 

90 

3S 


£ 

£ 

£ 

£ 

£ 

£ 

Disliked cigarettes 

31 

20 

64 

33 

20 

63 

Disliked, goo tired of 





T " ** 


them 

11 

9 

18 

14 

8 

29 

Preferred own brand 

5 

3 

9 

2 

1 

5 

Disliked taste, after¬ 
taste 

5 

3 

9 

2 

1 

5 

Too strong 

4 

2 

9 

4 

1 

11 

Irritated throat, nose, 
lips; rough, raw, burn 
bites 

7 

3 

2 

6 

5 

6 

5 

Hot satisifed 

3 

2 

6 

2 

- 

5 

Others 

_5 

1 

15 

4 

4 




1 ' 



■ ' 



(36) 

(22) 

>*N 

CM 

t*- 

X —* 

(33) 

(21) 

(63) 

Gave cigarettes to friends 
family 

> 

53 

63 

21 

49 

67 

8 

Doesn’t smoke much 

5 

5 

6 

4 

3 

5 

Tried enough to form opinion 2 

2 

3 

4 

4 

3 

Became ill, had to stop 

2 

- 

6 

1 

• 

3 

Others 

6 

7 

3 

_3 

2 

__5 






MM. 



104 

99 

111 

'94 

97 

87 

Hot stated 

7 

5 

12 

7 

4 

13 


From Parts I & II - 
Questions #4a & #4b. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 
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TABLE 23 


HCW TESTERS RATED EACH TEST CIGARETTE 

. ...-' 44 -' . 



Total Testers 


Men 

Women 

"i**- 



Old 

Parliament 

Molins 

With XR 


” Old 
Parliament 
Molins 

With XR 


Old 

Parliament 

Molins 

With XR ^ 

Marlboro 

Bese:Total number 

Filter 

Marlboro Filter 

Marlboro 

Filter 

in 

of testers 

304 

30 k 

159 

159 

145 

145 

4t 


£ 

£ 

£ 

£ 

£ 

£ 


100 

9 

8 

9 

7 

9 

8 


S5 

3 

4 

2 

6 

3 

2 


90 

5 

7 

4 

8 

6 

6 


85 

3 

4 

3 

4 

4 

4 


80 

5 

4 

6 

4 

3 

4 


75 

4 

4 

4 

4 

3 

3 


70 

3 

4 

3 

4 

3 

3 


65 

5 

1 

4 

1 

5 

2 


6o 

4 

4 

4 

5 

3 

3 


55 

4 

4 

4 

3 

4 

5 


50 

9 

8 

9 

8 

9 

8 


45 

9 

8 

11 

10 

8 

7 


1*0 

4 

5 

3 

5 

5 

6 


35 

4 

3 

4 

3 

5 

4 


30 

6 

5 

9 

3 

3 

8 


25 

4 

3 

5 

2 

4 

4 


20 

6 

7 

3 

5 

10 

8 


15 

5 

6 

6 

7 

4 

6 

- . .■ '■ 

10 

3 

4 

3 

3 

3 

4 


5 

2 

2 

1 

3 

3 

1 


0 

_3 

_5 

_3 

5 

3 

4 



100 

ICO 

ICO 

ICO 

100 

100 


Averege (median) 

( hvL*^.) 

50 

50 1 

^/■S~ 

50 

50: 

4? 

50 

.003075734 


?roia Parts I & II - 
Question #1. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 



TABL2 2k-A 

WHAT THE TESj!E5S DISLXK1 -D ABOUT SACS TEST CIGAR2TTE 

Old 

Parliament 


Molins 
With 


Ease: Total number 

Marlboro 

XR Filter 

of testers 

304 

304- 


t 

i 

Taste 

27 

18 

Poor flavor, poor taste 

Harsh, strong, bad taste; 

H 

~5 

bitter, burning; after-taste 
Flavor too mild, flat; not 

a 

6 

enough tobacco taste 

4 

3 

Too sweet 

2 

2 

Others 

3 

_1 





N 

CO 

CM 

(18) 

Strength 

23 

24 

Dislike strength 

T6 

15 

Too mild 

7 

6 

Too strong, rough, harsh 


» 


(23) 

r\> 

Filter 

10 

24 

Poor filter, don't like filter. 
Dislike wrapping around filter; 
too firm, tight, bard; too 
smooth, slippery; sticks to 

"5 

15 

lips; lips got hot 

Dislike recessed, hollov, open- 
end filter; crushes, breaks 

l 

3 

off, beads 

Dislike white filter tip - light 

* 

7 

wrong end 

l 

1 

Should like cork tip 

r 

1 

Others 

1 

4 


- 

“ 


(10) 

( 26 ) 



*Less than of 1$. 
(Continued) 


Prom Parts I & H - 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO * Jl ° 


1003075735 




r 

r 

r 

r 

F 

F 

i 

l 

L 

L 

L 

L 

L 

L 

L 

L 

L 


: - g*HS 24-A (Cant*d.) 

WHAT THE TESTERS DISLIKED ABOUT EACH TEST CIGARETTE 


Old 

Parliament 

Molina 

With 

Marlboro XR Filter 


* i 


Burning qualities 

10 

14 




Bums too fast; not easy, even 

burning 

8 

10 

Difficult to keep lit 

1 

4 

Others 

JL 

• 


(10) 

(1*> 

Effect on throat, mouth 

8 

8 

Irritates throat, tongue, mouth. 



nose and lips; turns and bites 

7 

7 

Leaves mouth, throat dry and 

fuzzy; causes cough 

2 

1 

Others . 

* 

* 


n 1 

' 


(9) 

(8) 

Physical characteristics 

of cigarette 

6 

5 

Too loosely packed 

1 


Disliked shorter length 

1 

1 

Others 

2 

- 

r ' 

1 ‘ 


(6) 

(5) 

Difficulty in smoking 

4 

2 

Poor craw, not easy draw 

3 

1 

Filter makes it hard to draw 

1 

* 

Others 

9 

1 

" -rr '" 

f 


w 

(2) 

Bad odor 

3 

2 

Not satisfying 

3 

3 

Not cool smoking;, hoc 

2 

1 

Others 

6 

_5 


104 

108 

Hot 3 tated - dislike nothing 

33 

31 


♦Less than ^ of l£* 

Source: https://www.industrydocuments.ucsf:edu/docs/shlkOOOO 
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TABLE 24-B 


WHAT THE TESTERS UKBD A3CUT SACK TSST CIGARETTE 




Old 

Parliament 

Molins 

With 


Marlboro 

XR Filter 

Bats: Total number 

of testers 

304 

304 


£ 

i 

Strength 

32 

32 

Mild, not harsh 

29 

29 

Right strength 

2 

3 

Stronger 

1 

* 

Others 


* 





(32) 

(32) 

Taste 

28 

33 

Good flavor, good taste 

22 

25 

Mild, mellow, smooth, sweet. 

not bitter; no bad after-taste 

7 

7 

Others 

1 

1 


” 

" ■ 


(30) 

(33) 

Filter 

25 

30 

Like this type of filter 


19 

White, clean-looking filter 

2 

1 

Like recessed filter 

m 

7 

. Others 

4 

4 



*“ 


(26) 

(31) 

Ease of smoking 

18 

18 

Easy draw 

rr 

15 

Smooth, even draw 

i 

2 

Others 

i 

1 


" 

1 1 ' 


(19) 



*Less than i of 1$» 
(Continued) 


Prom Parts I & II - 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 0ue8tion 


1003075737 




TAELS 2k-B (Cont'd.) 


KHAI THE TESTERS LXK2D ABOUT SAGS TEST CIGARETTE 


Marlboro 


i 


Physical characteristics 
of cigarette 

2 

Well packed, S*irm 6 

Like length 

l 

Others 

* 

Easy, even slower burning 

(7) 

6 

Package 

5 

Liked package 

5 

Others 

JL 


(5) 

Satisfying, enjoyable smoking; 

a good cigarette 

4 

Effect on throat, mouth 

2 

Doesn't irritate throat, tongue, 
mouth, lips, nose; doesn't 
burn, bite 

2 

Others 

* 


Old 

Parliament; 

Molina 

With 

XR Filter 


i 


6 

* 

1 

_1 

( 6 ) 

2 

4 

* 

w 


5 

3 


3 


(2) (3) 


Similar tc cvn brand 2 * 
Pleasing odor 1 2 
Cooler smoking, not hot 1 1 
Others _3 5 

138 lb2 


Sot stated 


20 20 



•Less than -J of 1$. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075738 




TABLE 2? 


PRQP05210CT WHO ASSOCIATED TEST PRODUCTS WITH 
MY 3RAEDS TRIED, AHP WHAT B.TMPS 


Old 

Parliament 

Moline 

With 

Marlboro XR Filter 

2s$3: Total number 


of teeters 

304 

sL 

304 

d. 

£ £ 

Test product is like 

some brands smoked: 

66 

54 

Parliament 

2 

13 

Marlboro 

12 

7 

Winston 

12 

6 

L & M 

16 

6 

Philip Morris 

2 

6 

Viceroy 

10 

5 

Camel 

3 

2 

Kent 

3 

2 

Old Gold 

3 

2 

Tareyton 

3 

2 

Lucky Strike 

1 

2 

Others 

4 

4 

Don't know - not stated 

_2 

1 


(T3) 

(58) 

This is not like any 

smoked 

33 

45 

Eot stated 

X 

*1 


ICO ICO 


From Parts I & II - 
Questions jj'5a & #5*> 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOCTOO 


1003075739 




Source: https://www.Tnausirydocuments.ucsf.edu/docs/sffi 



h* 



TABLE 26-B 


REASONS FCR PREFSRPJNO E2TBER TEST CIGARETTE 


(By Sex) 


Marlboro 


♦Less than ^ of 1*. 
(Continued) 


' . ... rrv". '**' • 

••" * £ ^ >>^vT, 

Old Parliament Molina ' Jjfgp 
With XR Filter ' 



Total 

Men 

Women 

Total 

Men 

Women 

Base: Total number 







of testers 

304 

159 

145 

204 

159 

145 


i 


i 

i 

1 

i' 

(Total preferring) 

(47) 

(48) 

(46) 

(48) 

(47) 

(48) 

Taste 

25 

25 

26 

22 

25 

19 

Good flavor, good taste 

Mild, mellow, smooth; sweet. 

sr 

SI 

SI 


51- 

17 

not bitter; no bad after¬ 
taste 

5 

4 

5 

3 

4 

2 

Others 

JL 


_1 

J. 

J. 

J. 


04 

(25) 

(27) 

(^3) 

( 26 ) 

(20) 

Strength 

21 

19 

23 

22 

21 

22 

Mild, not harsh 

ZB 

l5 

21 

. 15 

18 

21 

Stronger 

2 

3 

1 

2 

3 

1 

Right strength 

_1 

_1 

_2 

_1 

_1 

JL 


(21) 

(20) 

(24) 

(22) 

(22) 

(23) 

Filter 

14 

• 15 

12 

12 

11 

12 

Like this type of filter 

12 

12 

11 

9 


”8 

Like recessed filter 

m. 

- 

• 

3 

2 

3 

Others 

_3 

_3 

_2 

JL 

_1 

_l 


(15) 

(15) 

(13) 

(13) 

(12) 

(12) 

Satisfying, enjoyable smoking; 







a good cigarette 

7 

6 

7 

8 

9 

6 

Ease of smoking 

Easy draw 

| 

5 

4 

6 

5 

6 

5 

7 

5 

6 

S 

Smooth, even draw 

1 

1 

2 

1 

1 

1 

Others 

■m 


w 

* 

_1 



(5) 

(5) 

(6) 

(6) 

(S) 

(5) 




■ stfttjg:; 
£i ls-SSar 




m* 


g 

$ 


From Part HI - ’ 

Questions #la & #lb. 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 



TABLE 26-B (Cont’d.) 


HEATHS FOR PREFERRING EITHER TEST CIGARETTE 
. (By Sex) 


Marlboro 


Total 


Women 


STTE ; ■/rS/f 

• 

Old Parliament Molins >;|]pf 
With XR Filter - gif l i 


Total 


Women 


Effect on throat, mouth 
Doesn't irritate throat, 
tongue, mouth, lips, nose; 
doesn't bum, bite 
Doesn’t cause cough, dryness 



‘tm®; 


Burning qualities 

Easy, even, slower burning 
Others 


Cooler smoking, not hot 
Well packed, firm 
Pleasing odor 
Others 


Sot stated 


■•Less than |r of 1$. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 






TABLE 27 


PREFERENCES BETWEEN THE TEST CIGARETTES FOR 


Base : Total 
number of 
testers 
answering 


TOT AL TESTERS 


Better flavor 

295 

GENERAL PREFERENCE 

304 

More satisfying 

295 

Smoother 


Better strength 

2S9 

Cooler 

20 ’, 
*— ^ —• 

Easier to draw 

296 

Men 


Better flavor 

157 

( rKAT. JBBFERENCE 

159 

More satisfying 

155 

Better strength 

152 

Smoother 

155 

Cooler 

155 

Easier to draw 

156 

Women 

141 

Better flavor 

Better strength 

157 

GENERAL PREFERENCE 

145 ' 

Smoother 

139 

Cooler 

130 

Easier to draw 

:.ko 

More satisfying 

140 


SIX SPECIFIC QUALITIES 


Preferred 

Preferred 

Old 

Parliament 

Kollos 

With 

Marlboro 

XR Filter 

i 

1 

48 

43 

47 

48 

41 

42 

4o 

42 

40 

38 

35 

38 

26 

4l 

48 

44 

48 

47 

43 

42 

41 

40 

39 

44 

33 

39 

19 

48 

47 

43 

39 

36 

46 

46 

4l 

39 

36 

37 

34 

32 

39 

43 


“C 

; H* 

•' : r;-V 

Ratio : Marlboro - 



Over 

.'V 4*- - 


Old Parlia¬ 



ment Moline 


No 

With 

.'P& 

Preference 

XR Filter 

' -■ 

d 



E 


rvS; .. 




9 

1.1 


5 

1.0 


17 

1.0 

' 9 ; 

18 

1.0 


22 

1.0 

- 

27 

0.9 

***• 

33 

0.7 

■W 

8 

1.1 

■ . ■ v 1 

5 

1.0 

.< ■ ■ 

15 

1.0 


19 

1.0 

* /V;. - 

17 

0.9 


28 

0.9 


33 

0.6 

<■ V 

10 

1.1 


25 

1.1 


6 

1.0 


20 

1.0' 


27 

1.0 


34 

1.0 


18 

0.9 



From Part III - 

Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO M ' ,na 


1003075743 



TABL3 28 


TESTERS' OPgtlOT? CiF STRESSES AND SWE3TRSSS Cg 
TEST CIGARETTES 


Old 

Parliament 

Moline 

With 

Marlboro XR Filter 

STHSaiTH 


Base: Total number 
of testers 
answering 


Too mild 
About right 
Too strong 


SWEETNESS 

Base : Total number 
of testers 
answering 


Too sweet 
About r:.ght 
Hot sweet enough 



2 c 6 

i 

i 

18 

20 

52 

5^ 

30 

26 

100 

100 


"it\r 

^ C 


.V 

2, 

10 

10 

66 

65 

Jh 

,25 

ICO 

100 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075744 




TABLE 29-A 

"••"VfLrv- 

FEEQUEECY CF SMCKIHG' AMOKS TEE TESTERS 4 . 



Total 

Men 

Women * " 

Ease: Total number 



- •. ■■ “ J ; 

of testers 

304 

159 

145 


* 

i 

* 

Smoke over 40 cigarettes per day 

2 

3 


Smoke 31-^ cigarettes per day 

5 

8 

2 

Smoke 21-30 cigarettes per day 

20 

30 

9 

Smoke 15-20 cigarettes per day 

44 

44 

46 

Smoke 11-14 cigarettes per day 

7 

4 

10 

Smoke 7-10 cigarettes per day 

14 

7 

22 

Smoke 6 or less cigarettes per day 

7 

4 

10 

Hot stated 

1 

, VIJ 

1 


100 

100 

100 

Average (median) 

20 

ctj 

20 


From Part IH - 
Question #6. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075745 



TABLE 29-B 


BRAKES OF CIGARETTES THE TESTERS SMOKE MOST OFTEN 



Total 

Men 

Women 

Base: Total number 

of testers 

304 

159 

145 


i 

i 

i 

Winston 

23 

25 

21 

Viceroy 

23 

18 

29 

L & M 

13 

9 

17 

Marlboro 

n 

10 

11 

Tareyton 

8 

9 

6 

Camel 

4 

6 

2 

Pall Mall 

5 

5 

5 

Old Gold 

4 

5 

2 

Lucky Strike 

3 

5 

1 

Chesterfield 

3 

4 

2 

Kool 

2 

3 

1 

Kent 

1 

1 

1 

Sano 

1 


1 

Raleigh 

* 

1 


Parliament 

* 

- 

1 

Not stated 

1 

1 

1 

“ 


1 * "" 



102 

102 

101 


■*>Lf.'sa than ^ of 1$. 


Prom Part III - 
Question #7a. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075746 



TABUS 29-C 


TYPE 0? CIGARETTE SMOKED MOST CPTEN 

(Filtered Vs. Non-Filtered And 
Regular Vs. King Size) 



Total 

Men 

Women 

Base: Total number 

of testers 

304 

If 9 

145 

Most often smoke: 

£ 

£ 

£ 

Filtered cigarettes 
Kirg size 

02 

74 

so 

&> 

73 

BT 

Regular size 

_2 

_1 

_3 


(82) 

(7*0 

(90) 

Hon-i’iltered 

cigarettes 

19 

25 

12 
— y 

King size 

7 

ns 

o 

Regular size 

12 

-I 

6 


(19) 

(25) 

(12) 

Hot stated 

1 

1 

1 

Total smoking Kirg size 

86 

81 

92 

Total smoking Regular 

size 

14 

19 

9 


RQC3E : Due to duplication in the tracking of 
filtered and non-filtered cigarettes, 
and in regular and king size wit hin 
these classifications, the totals 
shown smoking regular and king size 
are sometimes less than the sums of 
their sub-groups. 


From Part Ill - 
Questions #7c & #7& 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075747 



TABES 30 


OTHER BRANDS SMOKED BY 


THE TESTERS WITH SOME FKECUENCY 


Total Men Women 


Base; Total number 




of testers 

304 

159 

l4? 


tit 


Smoke other brands with 




some frequency; 

Winston 

40 

15 

4? 

10 

33 

“5 

Viceroy 

6 

6 

6 

L & M 

4 

5 

3 

Lucky Strike 

3 

5 

1 

Marlboro 

3 

4 

3 

Cemel 

3 

4 

2 

Kool 

3 

4 

2 

Pall Mall 

3 

3 

3 

Chesterfield 

3 

3 

3 

Kent 

2 

3 

1 

Philip Morris 

2 

3 

1 

Old Gold 

2 

2 

1 

Tareyton 

2 

2 

1 

parliament 

1 

1 

2 

Velvet Tab 

9 

1 


Hot stated 

JL 

JL 

a 


(46) 

(57) 

(35) 

Do not smoke other brands 

56 

50 

63 

Hot stated 

4 

3 

4 


100 

100 

100 


♦Less than of IS. 


From Part III - 
Questions #8a & #8b 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075748 
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Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 




' 0 


Products 

Tested: 


Testing 

Procedure: 


Method: 


Size Of 
Semple: 


PROCEDURE 


A 


FART I - Marlboro Vs. KDY Molina With AFJ Filter 

RDY Molina with AFJ Filter (coded r D" in black for half the testers 
and "L" in red for the other half) and white tipped flush Marlboro 
(coded "L” in black for half the testers and "D" in red for the 
other half). 

PART II - Marlboro Vs. RDY Molins With XR Filter 

RDY Molins with XR Filter (coded "E" in black for half the testers 
and "H" in red for the other half) and white tipped flush Marlboro 
(coded "H" in black for half the testers and "E" in red for the 
other half). __ 

PART III - Marlboro Vs ♦ Old Parliament Molins With XR Filter - 

Old Parliament Molins with XR Filter (coded "G" in black for half 
the testers and "S" in red for the other half) and white tipped 
flush Marlboro (coded "S" in black for half the testers and "G" in 
red for the other half). 

In each of the three tests, the code letters assigned to the test 
products were reversed between the two halves of the testers in 
order to cancel out any possible bias resulting from the use of par¬ 
ticular code letters. 


The testers in each of the three tests were instructed to smoke all 
of one product first and fill out Part I of the questionnaire, and 
then to smoke all of the other product and fill out Parts II and IH. 
Half of the testers, in each of the three tests, were asked to try 
one product first, while the other half were asked to try the other 
product first,, in order to equalize any bias due to the order of 
trial. 


Mail interviews conducted among menbers of Benton £ Bowles* Home 
Research Staff. 


Test products were mailed to 1,200 known filter tip smokers (400 in 
each test), as pre-determined by a mailing to a reasonably represen¬ 
tative national cross section of 5/000 Home Research families, which 
took place in December, 1955* Returns were received from a total of 
929 testers (77$ of the 1,200 mailing) yielding 307/ 316 and 304 
testers on Part I, Part II and Part IH respectively. 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075750 



PROCEDURE (Cont’d.) 


Each sample of 400 was separate and distinct, with no overlapping /£$§£ 
among individual respondents, and each was selected so as to con- 
stitute a reasonably respresentative cross section of filter tip ' 
cigarette smokers with respect to sex, age, geographic area, mar- 
ket size and family income level, as found in the earlier mailing 
to the Home Research Staff. The Composition Of The Semple is 
shown on Page "3" following. • . 


Test products were mailed on February 27, 1956. Hie survey was 
closed for tabulation on April 2, 1956. 

L 

L 

L 

l 

L 

L 

L 

L 

L 

L 



Source: https://www.industrydocuments.ucsf.edu/docs/shlkOODO 
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B 



CQMPOSXTIOH OP THE SAtglE " V/.-v 

* • ' • Xff >-I: 










BUY Molins 
With 

AFJ Filter 

BUY Molins 
With 

XR Filter 

Old 

Parliament 

Molins 

With 

XR Filter 

% ***, '■ , 


Base: Total number 
of testers 

30" 

313 

304 

,. V*.— 

BY TERRITORIES 


5'i 

* i 

1 

- V vs* 

. ■» 

* • .*■ 

*' -A**- 

East 

South 

Central 

West 


26 

25 

32 

_17 

25 

26 

35 

14 

24 

24 

33 

19 




100 

100 

100 


BY C0UETY SIZE 






"A" markets 

- Counties with cities of 
over 500,000 population 

37 

41 

42 


"B" oarketu 

- All other counties with 
population of 100,000 
or over 

23 

21 

22 


"C” markets 

- Counties with population 
of 30,000-100,000 

19 

21 

18 


"D" markets 

- Counties with population 
of under 30,000 

_l5 

17 

18 




103 

100 

100 



BY FAMILY IBCOMS 


Upper 

Upper middle 
Lower middle 
Lower 


($5 ,OCO and over) 
($3,000-$4,S99) 
($2,00042,599) 
(Under $2,000) 


6? 65 63 

21 23 25 

4 7 7 

_6 5 

ICO 100 100 


Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 


1003075752 




Source: https://www.industrydocuments.ucsf.edu/docs/shlkOOOO 






































































